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THIRD     PARTY     INSURANCE

the landlord or his agent will often make the former liable
for accidents until it is rectified, although steps have been
taken and the order for the work to proceed has been given.

4. Sanitation Risks. Is it desired that the policy should ex-
tend to indemnify in respect of claims on account of illness
arising from defective sanitary arrangements? If so:

(a)   when were the drains last inspected?

(b)   will they be periodically inspected by a competent person
for the purpose of detecting defects?    If so, by whom
and how often will inspections be made?

(c)   will any defect be remedied immediately on discovery?

(d)   are the drains now in good order?

The ordinary form of policy often excludes liability for
illness so caused and insurers will usually need to be satis-
fied that the drains are in good order and that they will be
so maintained before they will accept liability for this risk.

5.    Staff.   Will any caretakers, cleaners and the like be em-
ployed at the property?   If so, state number of each.

6.    Maintenance Work. Will any maintenance work be carried
out at the property by employees of the proposer?    If so, state
estimated annual wages expended in connection with such work.

If an affirmative answer is given to either of these ques-
tions, it indicates that a property owners' indemnity is not
sufficient and a third party (general) policy must be
arranged.

7.    Service Lifts.   State number and carrying capacity of any
service lifts at the property.

Lifts are normally excluded by the terms of the policy and
special arrangements have to be made to include this
liability where necessary.

&   Description of Property.

Number
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	When Built
	Annual Rental Value
	No. of Tenants
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